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MUSEUM OF SCIENCE AND INDUSTRIES ~ 

JACKSON PARK £ 

Jackson Park is located on the South Side, h 
extending lVs miles along Lake Michigan from 2 
56th to 67th streets. It is the site of the 
World's Columbian Exposition, 1893 and con- = 
tains a number of its landmarks, among them o 

the museum. £ 
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